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TABLE 7-3. Acute Toxic Levels of Styrene Oxide for Different Species

Species
	Route
	Toxicity
		Dose
		Reference
			
Rat
	Oral
	LD
	a 50
	4.
	29 g/kg
	Smyth
	et
	al.
	, 1954

Rat
	Oral
	LD
	50
	3.
	0 g/kg
	Weil
	et
	al. ,
	1963

Rat
	Inhalation
	LCLob
		500 ppm/4 hr
		Smyth
	et
	al.
	, 1954

Rat
	Intraperitoneal
	LD
	50
	0.
	460-0.610 g/kg
	Ohtsuji
		and
	Ikeda, 1971

Rabbit
	Skin
	LD
	50
	1.
	060 g/kg
	Smyth
	et
	al.
	, 1954

Rabbit
	Skin
	LD
	50
	0.
	930 g/kg
	Weil
	et
	al. ,
	1963

"Lethal dose for 50% kill.

^Lowest published lethal concentration.